BHzi 


BELLOHOWELL 


Image Sensor 


Lens Spec 


Shutter/Exposure 


White Balance 


PC O/S 


PC Mode/Frame Rate 


LCD Display 


Interface 


Storage 


Power 


Bundled Software 


VGA Resolution (640 x 480) CMOS Sensor 


F3.0, Sensor area 1/3", View Angle 55' 


1/8-1/4000 Auto, Auto Exposure 


Auto 


Microsoft Windows 98/ME/2000 


VGA 2-3 frames/sec; QVGA 10-15 frames/sec 


Hr (High Resolution) VGA, 640 x 480 26 Pictures 

Lr (Low Resolution) QVGA, 320 x 240 106 Pictures 

Battery Low Status: Display Blinking 

St: Self Timer 

Ct: Continuous Mode 

CL: Clear all Pictures 


USB Cable (Included) 


8Mbyte Memory (Built-in) 


3 x AAA1.5V (Included) 


Ulead Photo Express 4.0, Cool 360, Photo Explorer 6.0 


Multiple Functions: 

PC Camera 
Digital Still Camera 
Motion Video Camera 


Features: 

Focus Free 
Self Timer 
Auto Power Saving 
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